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LIMITED OFFICIAL USE BERLIN 6260 
USIA FOR IBS/EF, STATE FOR EUR/CE 
E.O. 11652: NA 

TAGS: ETEL, GE, GW, WB, ITU 

SUBJECT: RIAS RECEPTION SURVEY, LEIPZIG, GDR 

REF: BERLIN 6235-C 

1. RIAS MEDIUM WAVE FREQUENCIES UNHEARD IN LEIPZIG 
DURING NIGHTTIME PERIOD 1500-2400 GMT. FREQUENCY 683 KHZ 
OBSERVED WITH SEVERE CO-CHANNEL HETERODYNE AND SEVERAL 
VOICE STATIONS INTERFERENCE. FREQUENCIES 854 AND 989 KHZ 
OBSERVED WITH SEVERE CO-CHANNEL HETERODYNE AND BERLINER - 
RUNDFUNK INTERFERENCE. 

2. RIAS FM SIGNAL ON FREQUENCY 91.2 MHZ OBSERVED WITH 
WEAK SIGNAL. 

3. RECEPTION RIAS SHORTWAVE SIGNAL ON (BERLIN) 6005 KHZ 
GOOD DURING DAYTIME EXCEPT PERIOD 1600-1730 GMT WHEN 
TRANSMISSION RECEIVED SEVERE INTERFERENCE FROM STATION ON 
6010 KHZ. RECEPTION GOOD WHEN APPLIED FROM 

MUNICH BEGINNING 1730 GMT UNTIL AROUND 2100 GMT 
WHEN CO-AND- ADJACENT CHANNEL INTERFERENCE MADE 
RECEPTION POOR UNTIL AFTER 0000 GMT WHEN SIGNAL 
FADED OUT. 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: RADIO FREQUENCIES, RADIO COMMUNICATION 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 27 AUG 1975 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: RELEASED 
Disposition Approved on Date: 

Disposition Authority: greeneet 
Disposition Case Number: n/a 
Disposition Comment: 25 YEAR REVIEW 
Disposition Date: 28 MAY 2004 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1975BERLIN06260 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D750297-0046 
From: BERLIN 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: linkl 975/newtext/tl 975081 1/aaaaaiyn. tel 

Line Count: 61 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION EUR 

Original Classification: LIMITED OFFICIAL USE 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 2 

Previous Channel Indicators: n/a 

Previous Classification: LIMITED OFFICIAL USE 

Previous Handling Restrictions: n/a 

Reference: 75 BERLIN 6235 

Review Action: RELEASED, APPROVED 

Review Authority: greeneet 

Review Comment: n/a 

Review Content Flags: 

Review Date: 30 MAY 2003 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <30 MAY 2003 by CunninFX>; APPROVED <09 OCT 2003 by greeneet> 

Review Markings: 

Margaret P. Grafeld 
Declassified/Released 
US Department of State 
EO Systematic Review 
06 JUL 2006 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: RIAS RECEPTION SURVEY, LEIPZIG, GDR 
TAGS: ETEL, GC, GE, WB, ITU, RIAS 
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Type: TE 
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